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FIGURE 4-3.

jo-Cresol plotted as a function of toluene concentration
in a fashion similar to Figure 4-2.  The data deviate
from the curve when toluene falls below approximately
6 ppm.  This deviation coincides with ozone formation
and is discussed in the text.  From QTBrien et al. ,
1979c.